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DISTILLATION  OF EESINS.

An apparatus constructed on the principle shown in Figs. 43
to 55 inclusive, and one which fulfils every proper requirement
for the production of large amounts of lamp-black, is that of
Dreyer. Fig. 43 shows an elevation, Fig. 44 the lower part of the

FIG. 50.
apparatus from the outside, Fig. 45 a longitudinal section, Fig.
46 a side view, Fig. 47 a cross section, Fig. 48 a section of the
manhole and of the counter weight to the cylinder B, arid Fig.
49 an upper view of the footplate of a side-wall at the framing
AA. Fig. 50 gives a side view of the same, Fig. 51 a longi-
tudinal section, Fig. 52 a cross section, Fig. 53 a view from above.